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10 January 1978 


MONTHLY HIGHLIGHTS REPORT 
Special Security Center 
December 1977 


1. The Compartmented Information Branch (CIB) during 
December deleted 1,957 names from the SPECLE Computer and 
added 1,932 names bringing the total number of names in 
SPECLE II to 117,842 on record at the end of December 1977. 
There were 1,510 cable actions conducted by CIB personnel. 
Twenty-five hardcopy computer reports and six microfiche 
were supplied to various Intelligence Community customers 
during December. (U) 


2. Two hundred and one briefings were given to 93 
CIA employees. In addition, 81 briefings were presented to 
35 non-CIA personnel, as follows: (S) 


U.S. Government Agencies People Briefings 
Justice 6 14 
NRC 2 3 
LEGBR/SSCI 2 3 
LEGBR/HCSOC 1 1L 
LEGBR/HIEFC 1 1 
LEGBR/HPSCI 1 3 
WH/OMB 1 2 
WH/OTP 1 1 
WH/ XXX 1 3 
GSA 1 1 
[C Staff 5 24 
FCC 1 Ll 
25X1A ner 

Contractors - December People Briefings 
1 2 
4 8 
6 12 
1 2 
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Four Agency personnel were accredited as Emergency 


Codeword Couriers. (U) 


During December, actions affecting the SCI 


accreditation of the ofllowing organizations were processed: 


(S) 


25X1A 


CIA 


3 Hdq. Bldg. 


CIA Contractors 


Other NIB Members 


2 Pentagon 
Washington, D.C. 


U.S. Army 
Arlington, VA. 


U.S. Army 
Bethesda, MD. 


U.S. Army 
San Francisco, CA. 


U. S. Navy 
U.S.S. Constellation 


U.S. Navy 
Suitland, MD. 


U.S. Navy 
Arlington, VA. 


2 DOD 
Arlington, VA. 


Pope AFB 
South Carolina 
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d. Contractors of other NFIB Members: 


KETRON, Inc. 
Arlington, VA. 


Martin Marietta Complex 
Waterton, Colorado 


e. Non-NFIB Agencies 


2 Dept. of Justice 
Washington, I.C. 


f. Accreditations Withdrawn 25X1A 


Pentagon 
Washington, D.C. 


DOD 
Arlington, VA. 
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DATE 
TRANSMITTAL SLIP of 


TO: 


PPG Se eee neel 
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4E 70 Screen 

REMARKS: 


ee 
EXTENSION 


36-8 
FORM NO. REPLACES FORM ae 
tFEB 55 241 WHICH MAY BE U 


25X1A 
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